Central & Western - Silver Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 28 February 2022) 


Agricultural Bank of China Building 
Branksome Crest 

CCB Tower 

Shanghai Commercial Bank Tower 
Tavistock II 

The Forum 

The Summa Tower 1 

The Summa Tower 2 

Upton 


